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fa.Tf RRTR1T 
(Tiirwr f*RT»r) 

arPiTTpc^ror 

9 3DTFTT, 1982 
r. 209/82-stiTftr 

ITT. fn. tT. 518 (3T) :—afi^sfa RTSRP:, ^.'YiTT ^rra- 

5T?^- ®rfwf^tTR, 1944 5R frEPT 8 ^ RT-f^TT (l) STC 

snrer ffwiff =bt srrrfT ftrt fir, Frrr?r s;, P^rf 

tTRFRT, TR*? f^l-TTR fft adNrr^RT t . 12o/81-=fi^ , |R 

sp^tt, enffar 15 Ft. 1931 ff^rfRfRtr * 

37Teft t, 3r*tfcT : — 

RfrT 3ffwWTT fl" "Jt Tf 4 ^THCft *f", — 

(ff) RT (5) ^ RTPT Tl PTOTfRfw Hi? Wt 
ESTT^ft, 3mf?T : — 

11 (&) fpr m wwfr 1 

(5-fi) tfk ftfWT fTf TFW SpTpfl I ’' ; 

(r) R-ar (15) ^ <tt P^rM'rct *e? vf r wjfr, 
WfT :—- 

"(15 ) r^irpttt ?rrrr 3T3rf ^ gtpfpr ^ Ntt ^,t. 
^ 1 

(ie), iTffRm ffpfTr rtTW r inrFfr 1" 

Crt . r. 350./0/8i-<rp. str. yr.i 

0) 


MINISTRY OF FINANCE 
(Department of Revenue) 

NOTIFICATIONS 
New Delhi, Ihe 9th August, 1982 
No. 209/82-CENTRAL EXCISES 

G.S.R, 518(E). —In exercise of the powers conferred by 
sub-rule (1) of rule 8 of the Central Excise Rules, 1944, the 
Central Government hereby makes the following amendments 
in the notification of the Government of India in the Ministry 
of Finance, "Department of Revenue, No, 120/81-Central 
Excises, dated the 15th May, 1981, namely :— 

In the Table annexed to the said notification,— 

(a) for item (v), the following items shall be substituted, 

namely :— 

“(v) Solar air heating systems. 

(va) Solar low pressure steam systems,”; 

(b) for item (xv), the following items shall be substituted, 

namely :— 

"(xv) Equipment for utilising ocean waves energy. 

(xvi) Ocean thermal energy conversion systems.”. 

[F. No. 350/6/81-TRU) 

if. 210/82-^Tta TFTTT-5TTR 

Rl.WT'fa. 519 (®t) :—ttmS’td JTWJ-, -VI IT 
5173; CndM , 1944 ^ frzrtr 8 5E ^tr-ftnrer (1) 5m ra 
llfdru ff RT TnfK EfiTTf fTT, 3f*!l tHTT? 

a^vftft|Tr 1944 (1944 rt 1) T^tfr arsrfr^ft E-fr ITT 
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29-TT TT-RT (3) ^ SfJflrfg- 3,1% TnfT tYt T5TT ITT T - ■ 
29-^7 # TT-PT ( 1 ) JE Ti’rffT rT 5 , 1 % qlT UR’ n^RPST *T 
Frf^Ti.nr if snrspr tr tt rww 

■^n HI -5TV<}) % dtfl ^ | 

<ncRr fan fair r<t#t w WtfrsY % ts 

sEK^n^ % fNrr f*rpr qr f^5T rttt t Terrs- 

isrje frtnr, 1944 ^ arwrnr 10 # af^sfera- srf^T *bt 

STRUTT fW aITT t 1 

PET. %. %Y- 19 / 2 / 82 - 3 %. 3T1T. T.] 
3TTT ■ R?. TR-RfRR 


NO. 210/82-CENTRAL EXCISES 

G.S.R. 519(E).—'In exercise of the powers conferred by 
sub-rule (1) of rule 8 of the Central Excise Rules, 1944, 
the Central Government hereby exempts compressors, falling 
under sub-item (3) of Item No, 29A of the First Schedule to 
the Central Excises and Salt Act, 1944 (1 of 1944) and 
used in the manufacture of water coolers, falling under sub- 
item (1) of the said Item No. 29A, from the whole of the 
duty of excise leviable thereon. 

Provided that where such use is elsewhere than in the 
factory of production of such compressors, the procedure set 
out in Chapter X of the Central Excise Rules, 1944, is 
followed. 

[F. No. B19/2/82-TRU] 
R. K. CHAKRABARTI, Dy. Secy. 
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